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Reilly* John P* 


Reilly was technician for New Orleans Police 
Dept. (Police Dept, of Identification) who 
was sent to take photos of scene of Ferrle ’ s 
death - his residence. 

In some of the clippings they have John 
Rowley. Could this be the same Indlv. - 
seme type of position given for him. 


62-109060-4779 

Newspaper clippings sent 
with 3/II4./67 alrteKK.O.) . 
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